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lifetime, the Panel should consider the extent to
which standardization might be desirable and how such
networks can supplement a permanent national network.

2.2  Guidelines for network design.

2.3  Need for new instruments and data systems.

2.4  Use of data, especially by others than the origi-
nal investigators.  Should such data be archived for
later distribution? Should the data be available for
routine PDE work by NEIS?

Seismic arrays.

3.1  Objectives.  Are seismic arrays developed for
specific research tasks of sufficient importance to
the general scientific community to justify their
operation after the original objectives are satisfied?

3.2  Funding and management. What is the best insti-
tutional arrangement for operating arrays as major
national research facilities? How should funding be
handled?

3.3  Data Management.
Strong-motion recordings.

The instrumentation to be used for the networks to be
developed will presumably provide for high dynamic
range, probably through digital recording.  In addi-
tion, special low-gain channels can be incorporated
as desired as long as the sensors and front-end elec-
tronics do not saturate under strong ground motion.
The Panel should consider the approaches to using the
instruments in the networks to supplement and extend
the capability now provided by conventional strong
motion instruments to record strong ground motion.
A deficiency in the present distribution of strong-
motion equipment is the absence of recording sites
at depth below the surface.  The Panel may consider
the desirability and feasibility of the development
of three-dimensional.arrays of conventional strong-
motion instruments and other instruments in regional
and local networks.
Ocean-bottom seismographs.

The Panel should consider, at least, how a distribution
of ocean-bottom seismographs can effectively supplement
the land-based networks which are its primary concern.
The Panel should judge, on the basis of its findings,
whether a further comprehensive study of an ocean-
bottom network, by a different panel, is desirable.
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